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E.O.: 11652: XGDSl 

TAGS: ESTC, COCOM, US, UR 

SUBJ: US COMPUTERIZED VIBRATION ANALYSIS SYSTEM TO USSR - IL 1565 
EXCON 

REF: A. COCOM DOC (73) 1114 (STATE 124350) 

B. STATE 137924 

1. US DEL TRANSCRIBED REE B AS COCOM DOC (73) 1297 (WHICH WE 
ASSUME HAS NOW REACHED WASHINGTON), ADDING COMMENT THAT "SO EAR 
AS THE US AUTHORITIES ARE AWARE, MOTOR DEVELOPMENT, PER SE, IS 

NOT INVOLVED". 

2. FRENCH DEL INFORMED US JULY 24 THAT HIS AUTHORITIES ARE UN- 
ABLE TO TAKE A POSITION WITHOUT KNOWING MORE ABOUT THE EQUIPMENT 
WHICH WILL BE TESTED WITH THE SYSTEM. AS A MINIMUM, THEY WANT TO 
KNOW WHETHER THE COMPRESSORS CONCERNED ARE OE THE BLADE TURBINE 
TYPE OR OE THE PISTON TYPE. FRENCH WONDER, EOR EXAMPLE, IE THE 
EQUIPMENT IS OE THE SORT USED EOR LIQUIFYING PROPANE AND BUTANE. 

3. INSTRUCTIONS REQUESTED. 

BROWN 
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